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feet from the nearest exit. Every auditorium or assemblyroom shall have at
least one exit from the stage, and at least two independent exits from each
floor, and in no case shall one exit serve more than two bindred and fifty
people. Every exit shall be easily accessible without obstrucdcu to all the per-
sons that it is intended to serve.
5. Every school building hereafter constructed of more than three classrooms
shall have one or more corridors not less than eight and one half feet wide,
and in no case shall it be necessary to pass from one room through another
to reach an exit.
6. At least one fire extinguisher (f a type approved by the national board of
fire underwriters shall be installed !t a convenient location on the wall of the
corrilor of the school. In case the school is less than four classrooms, and has
no corrilor, the most convenient location for all rooms will be used. At least
one of the above type extinguishers shall be supplied for every 100 lineal feet
corridor. These extinguishers shall be recharged as required by the manufac-
turer and dated at the time of recharge.
7. Fire drills are held in public schools at least monthly.
Item 11. Basements, Closets, Buses, etc.: All parts of the school building and
equipment shall be kept clean and neat at all times.
Public lealth Reason.: Sanitation is dependent on cleanliness.
Satisfactory Compliance: This item shall be deemed to have been satisfied if:
1. Basements are kept free of rubbish and neat and clean.
2. Halls, closets and storerooms are kept neat and clean.
3. All school buses, any shops, rooms, or parts of the school buildings or
property not mentioned elsewhere in thcse items shall be kept neat and clean.
Item 12. Miscellaneous: In school buildings hereafter constructed, they shall
be located on high ground with good natural drainage. All existing school
grounds shall be graded and drained as well as local conditions permit. All
school buildings shall be kept in good repair. Adequate playground area shall
be provided. Playgrounds shall be properly supervised.
Public Health Reason: The terrain of the school ground is important so that
water can be drained away from the school buildings and grounds, avoiding wet
feet, mosquito breeding, etc, A school building in good repair can be more
easily kept clean and continue to meet the requirements for heat and ventila-
tion. Play is very necessary for the physical welfare of the child, but needs
supervision to help avoid accidents.
Satisfactory Compliance: This item shall be deemed to have been satisfied if:
1. School buildings hereafter constructed are located on high ground with
good natural drainage.
2. Existing school grounds are graded and drained as well as local condi-
tions permit.
3. All school buildings exteriors are in good repair.
4. Adequate playground area is provided. A minimum of 30 sq. ft. for each
pupil is considered necessary to meet the demands of play.
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